Specifications Kidney Trays 


The dimensions below are minimum cabinet dimensions to be used when the Rev-A-Shelf 6400, 5400, 4400 and 3400 Series Polymer and Metal trays are being utilized. 
1/2" 13/16" 



UPPER SHAFT ASSEMBLY 
(6470-93-0904-26) ' 


UPPER POSITIONER 

(6260-95-2) 


UPPE R PIVOT SUPPORT 
^ — (6000-91-2) 

LOCKING SCREW 
\ (M2405-409-2) 



SHAFT LOCKING SCREW 
(M2408-409-2) 

SHAFT 
(6470-96-2208-26) 



SHAFT LOCKING SCREW 
(M2408-409-2) 


SHELF SUPPORT 
(6470-07-2) 

BOTTOM POSITIONER 
(6260-95-2) 



NOM. 
TRAY SIZE 

HEIGHT "H" 

SPILL LIP "L" 

CENTER OF 
ROTATION "A" 

TRAY 
RADIUS "R" 

CABINET 
OPENING "B" 

CABINET 
DEPTH "D" 

4400 SERIES WOOD CLASSIC TRAYS 

INCHES 

31" 

2-3/4" 

2" 

5-5/8" 

15-7/16" 

9-9/16" 

21-9/16" 

MM 

787 

70 

51 

143 

392 

243 

548 


4WLS SERIES WOOD TRAYS 


INCHES 

24" 

1-5/8" 

5/8" 

1-15/16" 

14-1/4" 

10-1/16" 

14-1/2" 

MM 

610 

42 

16 

49 

362 

256 

368 

INCHES 

28" 

1-5/8" 

5/8" 

4" 

18-1/4" 

10-9/16" 

18" 

MM 

712 

42 

16 

102 

464 

268 

457 


INCHES 

32" 

1-5/8" 

5/8" 

5.25" 

21-15/16" 

11-3/8" 

21-1/4" 

MM 

813 

42 

16 

133 

557 

289 

540 


5400 SERIES PREMIERE CHROME TRAYS 


INCHES 

28" 

3-7/8" 

2-1/2" 

3-1/2" 

14-1/16" 

10-5/8" 

18-1/16" 

MM 

711 

98 

64 

89 

357 

270 

459 

INCHES 

32" 

3-3/4" 

2-5/8" 

4-5/8" 

16-1/16" 

11-1/2" 

21-3/16" 

MM 

813 

95 

67 

117 

408 

292 

538 


6400 SERIES POLYMER TRAYS (Including 3400 Series Value Line Series Trays) 


INCHES 

18" 

1-7/16" 

3/4" 

2-1/4" 

9" 

6-13/16" 

11-3/4" 

MM 

457 

37 

19 

57 

229 

173 

298 

INCHES 

24" 

2-5/16" 

3/4" 

2" 

12" 

10-1/16" 

14-1/2" 

MM 

610 

59 

19 

51 

305 

256 

368 

INCHES 

28" 

2-9/16" 

1" 

3-1/2" 

14" 

10-9/16" 

18" 

MM 

712 

65 

25 

89 

356 

268 

457 


INCHES 

32" 

2-9/16" 

1" 

4-3/4" 

16" 

11-3/8" 

21-1/4" 

MM 

813 

65 

25 

121 

406 

289 

540 


REV»A»SHELF® Lazy Susans are tested to exceed BHMA Class 1 Specifications 


X R£L>dSH€ 


1-800-626-1126 


